ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 4 


DATE 10-10-2015 
OFFICER 1 Tesh #134 
OFFICER 2 Fee #140 


SUPERVISOR Salazar 
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BID office - start of watch - vehicle #4 


Radio call - 6290 Hollywood - Starbucks - r/p reports a 415 
r/b/a inside the location refusing to leave - subject was GOA 
upon arrival. 


Radio call - 1400 Wilcox - US Post Office - r/p reports two 92) 
transients outside the location sleeping - subjects were 
advised and sent on their way 


Extra patrol - Sunset area - checked n/s alleys for transient 
activity - no problems to report 


Extra patrol - Hollywood area - checked n/s alleys for 
transient activity - no problems to report 


Contact / Arrest - 6776 Hollywood - Mc Donald’s - contacted 
a m/w/a transient (Good, Robert) sitting on the sidewalk 
blocking pedestrian traffic. Subject was arrested and cited by 
LAPD Hollywood - See AR#15-0514 


Contact - 7080 Hollywood - contacted two (2) transients 
blocking the sidewalk - subjects were advised and sent on 
their way 


Business check - 6051 Hollywood - Gower Plaza - checked 
the parking lot and surrounding area for transient activity - no 
problems to report 


Business contact - Gower & Sunset - Gower Gulch - checked 
with Security Officer (Cesar) no problems to report 


Extra patrol - 6801 Hollywood - checked the surrounding 
area for transient activity - no problems to report 


Radio call - 6363 Sunset - Film Institute - r/p reports a 415 
f/b/a inside the location removing her clothing. Upon arrival 
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we contacted the Security Officer (r/p) who stated that the 
f/b/a sitting outside the location was walking in the location 
bothering students. Subject was advised and sent on her way 


BID office - patrol log and arrest report 
Fuel vehicle #4 - return vehicle to 6" floor underground 
parking checking each floor for transient activity - no 


problems to report 


End of watch 
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